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THE  LEGGE  LIBRARY  REPORT. 




N November  last  the  new  edition  of  the  annotated 
Catalogue  of  the  Library  was  published  at  a cost  of 
£/\6  1 2s.  od.  It  occupies  120  pages,  and  is  of  itself 
a useful  book  of  reference.  A copy  may  be  obtained 
by  application  to  the  Secretary,  Victoria  House,  117,  Victoria 
Street,  S.W.  The  books  added  to  the  Library  since  the  publi- 
cation of  the  Catalogue  will  be  found  in  the  Supplement 
attached  to  this  Report. 

The  Library  was  opened  in  1908  with  384  books,  and  the 
number  has  now  been  increased  to  941. 

The  Committee  are  much  indebted  to  several  friends  for  the 
gifts  of  copies  of  valuable  works,  especially  in  the  Technical 
Section.  These  gifts  have  been  acknowledged  month  by  month 
in  “ Seeking  and  Saving.” 

Suggestions  as  to  additions  that  should  be  made  to  the 
Library  are  invited. 

It  should  always  be  remembered  that  many  of  the  books  in 
the  Legge  Library  are  not  procurable  at  any  other  library,  some 
indeed  are  out  of  print,  and  one  of  the  chief  objects  of  the  Com- 
mittee is  to  secure  works  of  special  interest  to  Managers  and 
Officers  of  Institutions,  and  every  effort  is  made  to  preserve  this 
special  feature  of  the  Library. 

There  has  been  no  increase  in  the  number  of  subscribing 
Schools,  nine  new  Schools  have  been  added,  but  an  equal 
number  have  ceased  subscribing  during  the  year. 

The  number  of  books  issued  during  the  year  was  155,  as 
compared  with  112  during  the  previous  year. 

Signed  on  behalf  of  the  Committee, 

Meyer  A.  Spielmann, 

Chairman. 


July,  1914- 


LIST  OF  SUBSCRIPTIONS 

For  the  Year  ending  31^/  May,  1914. 


Don.  Sub. 


£ s.  d. 

£ 

s. 

d. 

Allison,  Mr.  J. 

O 

2 

6 

Arno’s  Court  Reformatory  ... 

O 

IO 

0 

Banister,  Mr.  W.  H. 

O 

7 

6 

Baron,  Miss  ... 

O 

2 

6 

Baylis,  Miss 

O 

2 

6 

Black,  Mr.  R. 

0 

2 

6 

Bolton,  Brother 

O 

5 

0 

Cardiff  and  Barry  Truant  School 

O 

5 

0 

Carson,  Mr.  James  ... 

O 

5 

0 

“ Cornwall  ” Training  Ship  ... 

O 

5 

0 

Croisdale,  Miss  

O 

2 

6 

Duff,  Miss  

O 

10 

0 

Falk,  Mrs.  R 

O 

2 

6 

Fraser,  Mr.  C.  L 

O 

2 

6 

Glanfield,  R.  H.,  Esq. 

5 5 0 

I 

1 

0 

Gorst,  Mr.  R 

O 

5 

0 

Hayes  Industrial  School 

O 

10 

0 

Hayward,  Mr.  C.  W. 

O 

5 

0 

Heath,  Dr.  H.  F 

(2  years) 

O 

10 

0 

Hepple,  Dr.  J.  

O 

10 

0 

Herts  Reformatory  . . 

O 

IO 

0 

*Hind,  Mr.  R 

...  2s.  6d. 

Hunter,  T.  W.,  Esq 

300 

Hurley,  Miss 

O 

2 

6 

Jackson,  Mr.  J.  

O 

IO 

0 

Johnson,  Miss  

O 

IO 

0 

Jones,  Mr.  J 

O 

2 

6 

Knight,  Mr.  J. 

McGee,  Mr.  W 

*Mc  Hardy,  Mr.  J 

Ottaway,  Mr.  W.  H. 

Oxley,  Mr.  C.... 

Peddley,  Mr.  E 

Quail.  Mr.  A....  

Robinson,  Mr.  T. 

Rogers,  Mr.  H.  T 

St.  Joseph’s  Industrial  School 
Smith,  Mr.  W.  P.,  J.P. 
Smithers,  F.  O.,  Esq. 
Somerset  Industrial  School... 
Spielmann,  M.  A.,  Esq. 
*Stoke  Farm  Reformatory  ... 

Tuck,  Miss  

tTwentyman,  A.  E.,  Esq. 

Verrall,  Miss  ...  

Wilkinson,  Miss  


Don. 

Sub. 

£ s.  d.  £ 

s. 

d. 

O 

2 

6 

o 

IO 

0 

5s- 

o 

2 

6 

years)  o 

5 

0 

o 

2 

6 

o 

IO 

0 

o 

5 

0 

o 

IG 

0 

o 

IO 

0 

o 

IO 

0 

550  I 

I 

0 

0 

IO 

0 

550  I 

I 

0 

5s- 

0 

2 

6 

...  0 

"> 

6 

0 

2 

6 

,£18  15  0 ,£14 

8 

0 

* Subscriptions  marked  thus  were  paid  after  close  of  financial  vear. 
f Subscriptions  marked  thus  were  paid  last  year. 
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HY.  LOVELOCK  & LINNETT, 

95,  Gresham  Street,  Bank,  E.C.  Chartered  Accountants. 

4th  September , 1914. 
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LIST  OF  BOOKS 


ISSUED  DURING  THE  YEAR. 


No.  of  times 
issued. 


Carpentry  and  Joinery.  B.  F.  and  11.  P.  Fletcher 
The  Carpenter’s  and  Joiner’s  Handbook.  H.  W.  Plolly 
Carpentry  and  Joinery.  John  Wilson 
Circular  Work  in  Carpentry  and  Joinery.  G.  Collins  .. 

Masting,  Mastmaking  and  Rigging  of  Ships.  R.  Kipping 
Sails  and  Sailmaking.  R.  Kipping 

Forge  Practice.  John  Lord  Bacon  ...  

The  Making  of  Character.  J.  MacCunn... 

The  Child  and  Child  Nature.  Baroness  Marenholtz  Biilow  ... 

The  Child  : His  Nature  and  Nurture.  W.  B.  Drummond 
Early  Childhood.  Margaret  McMillan  ... 

A Book  about  Dominies 

Science  and  Education.  Thomas  II.  Huxley  ... 

Problems  in  Education.  Wm.  H.  Winch 
In  Loco  Parentis.  Rav.  Canon  M.  G.  Vine 
Let  Youth  but  Know.  Kappa 

The  Child  Mind.  Henrietta  Home  

Thomas  Godolphin  Rooper 
Daydreams  of  a Schoolmaster 

The  Schoolmaster.  A.  C.  Benson  ...  ...  ...  

Teaching  and  Organization.  P.  A.  Barnett 
The  Upton  Letters.  A.  C.  Benson 
Reformatory  and  Industrial  School  Work 

How  Two  Hundred  Children  Live  and  Learn.  R.  R.  Reeder,  Ph.D. 
Consider  the  Children.  Honnor  Morten 

Italian  Renaissance  in  England  ...  

United  States  : Education  of  the  American  Citizen.  A.  T.  Hadley  ... 

The  Evolution  of  Educational  Theory.  J.  Adams 

Thos.  Arnold,  D.D. : Life  of  Head  Master  of  Rugby.  A.  P.  Stanley 

John  Amos  Comenius.  S.  S.  Laurie 

Jean  Baptiste  de  la  Salle.  A.  Delaire  ... 

Life  of  Father  Dolling.  C.  E.  Osborne  .. . 

Life  of  Ralph  Waldo  Emerson.  Richard  Garnett  ...  

Life  and  Letters  of  Erasmus.  J.  A.  Froude 
Froebel : The  Education  of  Man  .. . 

Goethe’s  Boyhood.  Translated  by  John  Oxenford 
Life  of  Goethe.  George  Henry  Lewes  ... 

Good  Men  and  True.  Alex  Japp 

Story  of  My  Life.  Helen  Keller  ...  

Memoir  of  Pestalozzi.  Dr.  E.  Biber 
Six  Great  Schoolmasters.  F.  D.  How  ... 

The  Earl  of  Shaftesbury,  K.G.  Edwin  Hodder  

Life  and  Letters  of  Edward  Thring  ... 

Memoirs  of  the  late  Dr.  Barnardo.  Mrs.  Barnardo  and  James  Marchant 
Life  and  Letters  of  George  Jacob  Holyoake.  Joseph  McCabe 
The  Life  of  Benjamin  Waugh.  Rosa  Waugh  ... 

Susanna  Meredith.  M.  A.  Lloyd  

Froebel:  The  Education  of  Man.  W.  N.  Hailmann  ... 

Herbart  : The  Science  of  Education.  Johann  Friedrichs  Herbart  ... 
Spencer  Herbert.  Education  : Intellectual,  Moral,  and  Physical 

A Plandbook  of  Plant  Form.  Ernest  E.  Clark 

Woodwork:  Learn  by  Doing.  Joseph  Henry  Judd 
Wood  Carving.  Charles  G.  Leland 

The  Art  of  Polychromatic  and  Decorative  Turning.  G.  A.  Audsley, 
LL.  D. , and  Berthold  Audsley 
The  Handyman’s  Enquire  Within.  Paul  Hasluck 
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No.  of  times 
issued. 


Principles  of  Educational  Woodwork.  C.  L.  Binns  and  R.  E.  Marsden, 

A.R.S.I 

Educational  Woodwork.  A.  C.  Horth  ... 

Farm  Animals.  E.  V.  Wilcox  ...  « 

Farm  Crops.  John  Wrightson  

Farm  Management.  Fred  W.  Caird  

Systematic  Small  Farming.  R.  Scott  Burn 

Farm  Roads,  Fences  and  Gates.  Professor  John  Scott  

Soils.  S.  W.  Fletcher  

The  Soil.  F.  H.  King 

The  Scientific  Feeding  of  Animals 

Cutting  Ladies’  Garments.  W.  D.  F.  Vincent 

Cutting-out  for  Student  Teachers 

Dress  Cutting.  M.  Prince-Brown  ...  ...  

The  .Elements  of  Modern  Dressmaking  ... 

Practical  Home  Millinery  ...  ...  ...  

Needlework  as  Art.  Lady  M.  Alford  

Encyclopaedia  of  Needlework.  Therese  de  Dillmont 

Needlework  for  Student  Teachers... 

Household  Sewing  with  Home  Dressmaking 

School  Gardening.  W.  Francis  Rankine  ...  

The  Culture  of  Vegetables  and  Flowers.  Sutton  & Sons 

Practical  Cookery.  Amy  Atkinson  and  Grace  Holroyd  

The  Chemistry  of  Cookery.  W.  Mattieu  Williams 

Manual  of  the  Principles  of  Practical  Cookery.  E.  E.  Mann... 

Household  Work  and  Management.  Annie  Butter  worth 

Laundry  Management  

Boot  and  Shoe-making.  J.  B.  Leno 

The  Manufacture  of  Boots  and  Shoes.  F.  Y.  Golding 

Boot-making  and  Mending.  Paul  Hasluck  ...  

Alton  Locke.  Charles  Kingsley  ... 

Shirley.  Charlotte  Bronte 

Sybil.  Benjamin  Disraeli  ... 

A Son  of  the  State.  W.  Pett  Ridge 

Cleg  Kelly.  S.  R.  Crockett  

Mary  Barton  and  Other  Tales.  Mrs.  Gaskell  ... 

“ It  is  Never  Too  Late  to  Mend.”  Charles  Reade 

The  Light  Bearers.  M.  Sylvestre  

The  Story  of  Mary  Dunne.  M.  E.  Francis  

Children’s  Ways.  James  Sully  ... 

An  Introduction  to  Child  Study.  W.  B.  Drummond 

The  Criminal.  Havelock  Ellis  ... 

The  Junior  Republic.  Wm.  R.  George  ... 

Physiology  of  Bodily  Exercise.  Fernand  Lagrange 

Goal  Birds  at  Large.  James  Greenwood  

National  Health  Society’s  Publications 

The  Making  of  the  Criminal.  Chas.  Russell  and  L.  M.  Rigby 
Glimpses  into  the  Abyss.  Mary  Higgs  ... 

Manchester  Boys.  Chas.  Russell...  ...  ...  

The  Next  Street  but  One.  M.  Loane 

Mankind  in  the  Making.  H.  G.  Wells  ... 

Elements  of  Political  Economy.  Shield  Nicholson  

Political  Economy.  F.  A.  Walker  

An  Enquiry  into  Socialism.  Thos.  Kirkup  ...  

A Modern  Utopia.  H.  G.  Wells  

Reports  of  the  Inspector  of  Reformatory  and  Industrial  Schools  in 

Great  Britain  (48th)  (1905)  ...  

The  Dictionary  of  Needlework.  S.  Caulfield  and  B.  Saward... 

Confidences.  E.  B.  Lowry,  M.D.  

Modern  Gymnastic  Exercises.  Alexander 

Youth.  T.  N.  Kelynack,  M.D 
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THE  LEGGE  LIBRARY. 


Supplemental  Catalogue  No.  i. 

Books  added  since  the  Publication  of  the  Second  Edition  of  the  Catalogue. 


Telegraphy. 

1 2.  The  Wonders  of  Wireless  Telegraphy.  By J.  A.  Fleming , D.Sc ., 
F.R.S.  p.  279.  (2  copies.) 

A non-teclxnical  account  of  the  underlying  principles  and  practical  achievements  of 
wireless  telegraphy,  and  of  the  wonders  which  it  has  rendered  possible  in  the  transmission 
of  intelligence. 

Social  Reform — Studies  in  the  Lives  of  the  Poor. 

657.  Young  Delinquents.  By  Mary  G.  Bar?iett.  p.  222.  (2  copies.) 

A simple  account  of  the  work  of  Reformatory  and  Industrial  Schools,  not  a manual 
for  experts,  but  written  to  interest  the  general  public.  The  author  acquired  her  information 
by  frequent  attendance  at  Children’s  Courts,  and  by  communication  with  some  of  the 
Superintendents  of  Industrial  Schools,  as  well  as  from  the  Chief  Inspector.  Among  the 
topics  dealt  with  by  the  author  are  some  of  the  causes  of  juvenile  offences,  the  history  and 
treatment  of  juvenile  delinquents  during  the  past  hundred  years,  a description  of  existing 
Institutions’  treatment  of  juvenile  offenders,  the  physical  and  mental  condition  and  medical 
care  of  children  in  Industrial  Schools,  the  elementary  education  and  religious  instruction 
given  in  Schools,  and  the  question  of  uniform. 

A resume,  of  the  Report  of  the  Departmental  Committee  is  appended,  also  a short 
Bibliography. 

678.  “Foursquare.”  p.  80. 

A valuable  little  handbook  for  workers  among  boys.  It  seeks  to  help  workers  in  their 
task  of  training  boys  to  become  fully-equipped  Christian  men,  efficient  in  the  fulfilment  of 
every  duty. 


Ediccation — School  Hygiene , Food^  etc. 


1 192. 

“ Infancy.” 

P.  185. 

1193- 

“ Childhood.” 

P.  150. 

1194. 

“School  Life.” 

p.  l6o. 

1195. 

“ Youth.” 

p.  151. 

The  aim  of  these  four 

manuals  of  the  National  Health  Series  is  to  provide,  in  concise 

language  and  compact  form,  essential  facts,  and  to  indicate  in  simple,  non-technical  words, 
governing  principles,  a knowledge  of  which  affords  the  only  reliable  guidance  to  reasonable 
thought  and  rational  conduct  in  the  preservation  of  health  and  the  prevention  of  disease. 
Each  volume  deals  with  a more  or  less  special  aspect  of  personal,  domestic,  or  national  well- 
being. The  preparation  of  each  chapter  has  been  allocated  to  a medical  expert. 
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Education — Nature  Study. 

1206,  1207.  British  Birds.  By  Sumner  W.  Birchley.  pp.  302  and  234. 
2 vols. 

These  two  beautiful  books  contain  much  information  concerning  British  birds  in  their 
wild  state,  as  well  as  on  the  general  treatment  of  them  in  captivity.  The  ordinary,  as  well 
as  the  classical  names  of  the  birds  are  given.  The  illustrations  are  numerous  and  well 
executed.  Every  British  bird  that  is  suitable  to  be  kept  in  a cage  is  mentioned. 

1208.  Kew  Gardens.  Painted  by  T.  Mower  Martin,  R.C.A.  Described 
by  A.  R.  Hope  Moncriejf.  p.  208. 

A history  and  description  of  what  is  believed  to  be  the  most  complete  botanical  collec- 
tion in  the  world.  Twenty  of  the  most  characteristic  scenes  in  the  gardens  are  produced  in 
colour. 


1 209.  The  Zoological  Society  of  London.  By  Henry  Scherren,  F.Z.S. 
p.  252. 

A sketch  of  the  foundation  and  development  of  the  Society,  and  the  story  of  its  farm, 
museum,  gardens,  menagerie,  and  library.  Illustrated  by  twelve  coloured  plates,  fifty  black 
and  white  plates,  and  nine  plans.  Some  interesting  stories  are  told  of  the  animals  which  are 
depicted.  The  book  is  one  of  permanent  value,  and  only  1000  copies  were  printed. 


Metal  Working  and  Smithing. 

92.  Metal  Working.  Edited  by  Paul  N.  Hasluck.  p.  760. 

After  a brief  introduction,  giving  particulars  of  all  the  known  metals,  the  book  opens 
with  a section  on  foundry  work.  This  is  followed  by  a section  on  the  art  of  the  blacksmith, 
then  follow  detailed  descriptions  of  the  tools  and  processes  by  which  the  rough  surfaces  left 
by  casting  and  forging  are  dealt  with.  Other  sections  treat  of  annealing,  hardening  and 
tempering,  drilling  and  boring,  screw-threading  with  taps,  screw  plates  and  dies.  Sheet 
metal  work  in  all  its  branches,  repousse  work,  lacquering  and  colouring  of  brass  are  also 
very  completely  dealt  with  in  the  first  part  of  the  book.  In  the  second  part  will  be  found 
lathes  and  lathe  work,  engineers’  tools,  steam  engines,  boilers,  motors,  gold  and  silver 
working,  electro  plating,  and  electric  bell  making,  etc.  There  are  2200  illustrations,  in  fact, 
hardly  a page  without  illustration. 


N.B. — The  second  edition  of  the  annotated  Catalogue  (price  is.)  con- 
taining particulars  of  nearly  a thousand  books  may  be  obtained  on 
application  to  the  Secretary,  Victoria  House,  1 17,  Victoria  Street,  S.W., 
and  will  be  sent  on  sale  or  return  if  so  desired. 
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